Approved For Release 


: CIA-RDP82-00046R0005001 00009-6 




INFORMATION REPORT INFORMATION REPORT 


CENTRAL INTELLIGENCE AGENCY 


contains Information affecting the National Defense of the United States within the meaning of* the Espionage Laws, Title 
18, U.S.C. Secs. 793 and 794, the transmission or revelation of which in any manner to an unauthorised person is prohibited by law. 

S-E-C-R-E-T 


COUNTRY 

USSR/Austria 

REPORT NO. 

1 

1 25X1 A 

SUBJECT 

Soviet Orders for Generators Placed 

DATE DISTR. 

MAY 87 

Mil ’ : 4 


with USIA 








NO. OF PAGES 

3 


DATE OF INFO. 


25X1A 

REQUIREMENT NO. 

RD 


PLACE ACQUIRED 



REFERENCES 




DATE ACQUIRED 


SOURCE: 


SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE. 

25X1X 


25X1 C 


2-02-0406 

5/55 


w 

6-12/74 1 .71 | 

10-12/74 1.71 1 
2-5/7‘H .71 1 

752.7 

-663.04 

N(UZ) 

-1-7m/c(UZ) 

I7M/C(uz) 

I7M 

I7M 




S-E-C-R-E-T 






Approved For Release 2003/12/08 : CIA-RDP82-00046R0005001 00009-6 


SECRET 


■25X.1A 


REPORT NO. 


25X1 A 


COUNTRY USSR/Austria 

SUBJECT Soviet Orders for Generators Placed with 
USIA 


DATE OF INFORMATION 
PLACE ACQUIRED 


25X1 A 


DATE DISTR. 19 April 1955 
NO. OF PAGES 2 

REFERENCES: 


THIS IS UNEVALUATED INFORMATION 


25X1 X 



In the latter part of 1954 the Soviet Union placed a large order with USIA for 
hydraulic generators. This order amounted to about 110 to 120 million Austrian 
schillings. Generators were to range between 10,000 and 50,000 kw. and were to 
be produced by two electrical machinery plants subordinate to USIA's A/0 Kabel 
Division* Siemens Schtfkert II and AEG Union. This order was to be completed 
duripg the first quarter of 1956 with the bulk of the work being done tar Siemens 
Schufcert II. The AEG Union plant received a relatively small portion of the 
order (15 to 18 million Austrian schillings) and was not to produce generators 
with an output of more than 25,000 kw. 


* 

' V 


2 * ®°!F c ?,? eard this order was to be followed by others in the magnitude of 
200 million Austrian schillings calling for production of generators of the »»»> 
type and power output during 1956 and 1957, These generators, like all goodB 
produced in USIA plants, were to be built according to Austrian standards 
(DINs ; and not according to All Union standards fcOSTs) since to produce anything 
to»i0STs the plants would have had to receive raw material from the 
USSR which met Soviet standards « 

3. Source deduced that these generators were to be installed in a number of new 

hydro-electric stations under construction in the USSR, since upon conpletion the 
y? Te to 6® shipped in the name of Mashino Inport to Chop and then to 
the USSR. However, not even the chief of USIA knew the exact destination of the 
generators. Source could recall no further particulars regarding these 
generators since the order arrived only a short time I 1 
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